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KSCfllttBOH PQK* Acting Director of Consunications 

Acting Chief, operational ids ri vision, RD/ P 

PROM* Deputy Director (Plats) 


DUEJ'Xf j Transfer of TLectronlca urvdll*’ co Function 

RFFStDNCEt A* Meno from Ph/P to ff/PC, At/SQ, Af/G, 

Aetg Chief, TED, dated 9 ugust 1951* 
sane subject 


1* Reference A ie hereby cancelled* 

2. His electronics Surveillance function will continue 
in OAD/pd/p and all requests for services ftrora this activity 
should be referred to 13ie Acting Chief, CAP* 
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FRART ft. 


ec* *n/pc 


AD/0 / 

Acts Chief, TRO < 

Chief, Proearesssiti 

Chief, "dmlnistrative Cervices 
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